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17 November 1976 


MEMORANDUM FOR: -D/DCI/ICc 
-D/DCI/NI 
‘Deputy Director for Science '§ Technology 
Deputy Director for Intelligence 
Deputy Director for Operations 
Deputy Director for Administration 


FROM : Cord Meyer, Jr., SA/DDCI 
SUBJECT 2 CIA Emergency Planning 


After a review of the present status of CIA planning 
for national emergency, I am proposing to send the attached 
‘recommendation to the DDCI for his approval. Before doing 
so, I would appreciate whatever comments or changes you think 
Should be made and I would be glad to meet with you to discuss 
this problem if you think it is necessary. JI would be grateful 


for your comments. by_ November. 


25X1_- 


Enclosure: As stated 
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